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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 081662 

17 

ORIGIN COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-11 RSC-01 ( ISO ) R 
66610 

DRAFTED BY: COM/BIC/OED/MEPD:JPHILBRICK :LAW 
APPROVED BY: EB/OCA/REP:MWDONOVAN 
COM/BIC/OED/MEPD:LEENGLESON 
COM/BIC/OED/MEPD:JMSANDS DIR 
STATE/NEA/ARP:QLUMSDEN (INFO) 

COM/BIC/OIM:GBECK (INFO) 

022190 

R222214Z APR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY ABU DHABI 

UNCLAS STATE 081662 

PASS GRIFFIN OR HOWELL 

E.O. 11652: N/A 
TAGS: BEXP.TC 

SUB J : MAJOR PROJECT: FLOATING DESALINATION PLANT FOR ABU DHABI 
REF: STATE 067267 

1. STEINBRUCHEL, PRESIDENT, WATER TECHNOLOGIES DIVISION 

OF AQUA-CHEM INFORMED COMMERCE TODAY HE HAS RECEIVED NO 
RESPONSE TO HIS TELEX SENT APRIL 2 TO HABIB AHMED AT 
WATER AND ELECTRICITY DEPARTMENT. 

2. WILL POST CHECK TO ASSURE THAT TELEX REACHED HABIB 
AHMED AND IF NOT WILL POST LEAVE A COPY OF REFTEL WHICH 
IS WORD FOR WORD SAME TELEX SENT BY AQUA-CHEM. 

3. COMMERCE WOULD APPRECIATE POST'S INFORMING US OF 
RESULTS OF CALL ON DEPARTMENT OF WATER AND ELECTRICITY. 
KISSINGER 

UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE081662 
Document Source: CORE 
Document Unique ID: 00 

Drafter: COM/BIC/OED/MEPD:JPHILBRICK :LAW 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 

Film Number: D740094-0900 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740424/aaaaautq.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 067267 
Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 OCT 2002 by boyleja>; APPROVED <27 DEC 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: FLOATING DESALINATION PLANT FOR ABU DHABI 
TAGS: BEXP, TC 
To: ABU DHABI 
Type: TE 
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